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A temperature of not less than 120 degrees Fah. is gener-
ally required to ensure ignition in the furnaces.
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PLAN <TP A PRESSURE JET OIL-BURNING INSTALLATION.
(Showing Oil Circulating Pipe.)

The procedure outlined above is only possible when
there is an auxiliary source of steam available.      In the